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FOR A/SY/TAVSB AND A/SY/FO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: TECHNICAL SERVICES FOR MONTREAL AND OTTAWA 

1 . BELL CANADA HAS CORRECTED CONNECTIONS FOR THE TWO PAIR 
OF ALARM LINES FROM GROUND TO THE ELEVENTH FLOORS. 

2. THE AES 630 ALARM MONITOR RECENTLY INSTALLED IN 
MONTREAL IS MALFUNCTIONING BY GIVING FALSE ALARMS. 

3. IN OTTAWA, AUTOMATIC DIALER STILL NOT OPERATIONAL 
DESPITE RETURN OF BELL CANADA TECHNICIAN WHO CLAIMED TO 
HAVE REWIRED COUPLE CONNECTIONS. ENDERS 
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